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PD's new PD-1000 portable jukebox comes with a 1 inch 1.5GB hard drive which can store 
375 songs, never before has such a compact player has this much capacity. It has fast USB 
2.0 for quick transfer of songs and 1 0 hours continuous playback time. 

Features: 

• 1.5GB 1 inch hard drive 

• about 375 songs (in 128kbps) 

• Dimension: 45x100x19. 5mm 

• USB2.0 mass storage device for external computer hook up. 

• LCD size: 28 x 28 mm Pixel 128x128 

• Playback of MP3 and WMA 

• MP3 encoding from Line- in/ Mic 

• Recording with auto-silent detection 

• Support dot-matrix LCD display with backlight. 

• LCD display showing track information, play mode parameters and status, search 
information. 

• 4 mins anti-shock buffer 

• Multiple play modes 

• Multiple sound effects (with adjustable equalizer) 

• >10 hours of playtime (More accurate playtime TBS) with Lithium Ion battery 

• USB charging 

• Support multiple folders 

• Support ID3 tags 

• Built-in music library for ease of navigation (browse by artist, genre, playlist etc.) 

• Program playlist 

• Voice recording 
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